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the days of wet collodion photography convinces me that a wiped glass does
not so behave. The best that can be attained is a uniform dull grey appear-
ance, such as under a magnifier would exhibit lenticular drops.
The conclusion which suggests itself is that even a recently repolished
surface, which may exhibit but small ellipticity, is in a highly complicated
condition. Grease itself may be comparatively inoperative optically on
account of its index approximating to that of the glass. But why varying
degrees of moisture should make so little difference is not apparent. Surface
phenomena generally offer a wide field for investigation, which might lead to
results throwing much needed light upon the constitution of matter.